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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 19033 101545Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 SY-05 SSO-OO /019W 

028471 101549Z/64 

O 101532Z AUG 78 

FM AMEMBASSY MOSCOW 

TO SECSTATE WASHDC IMMEDIATE 5392 

UNCLAS MOSCOW 19033 


E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC/NSU 

SUBJECT: EMBASSY RECONSTRUCTION, PROPERTY NO. L01001, 
ELECTRICAL 

REF: (A) MOSCOW 18380, (B) STATE 200055 
1 . BILL OF MATERIALS FOLLOWS: 

- 400 EACH DUPLEX RECEPTACLES 250 VOLT, 2 POLE, 3 WIRE 

- 300 EACH PLUGS, 2 POLE 3 WIRE, 3 PRONG 

- 400 EACH SWITCHES, 250 VOLT, 1 POLE BROWN 

- 400 EACH DUPLEX RECEPTACLE PLATE BROWN PLASTIC 

- 400 EACH SWITCH PLATE, BROWN PLASTIC 

- 500 FT. 1 " CONDUIT EMT 

- 700 FT. 3/4 " EMT CONDUIT 

- 2000 FT. 1/2" EMT CONDUIT 

- 10 BOXES (250) 1" EMT COMP. CONNECTORS 

- 20 BOXES (500) 1/2" EMT COMP. CONNECTORS 

- 10 BOXES (250) 3/4" EMT COMP. CONNECTORS 

- 10 BOXES (250) 1" EMT COMP. COUPLINGS 

- 20 BOXES (500) 3/4" EMT COMP. COUPLINGS 

- 10 BOXES (250) 1/2" EMT COMP. COUPLINGS 

- 50 EACH 1 " EMT STRAPS 

- 70 EACH 3/4" EMT STRAPS 

- 200 EACH 1/2" EMT STRAPS 
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- 250 EACH 1 " LOCKNUTS 

- 500 EACH 3/4" LOCKNUTS 

- 250 EACH 1/2" LOCKNUTS 

- 250 EACH 1 " PLASTIC BUSHINGS 

- 500 EACH 3/4" PLASTIC BUSHINGS 

- 250 EACH 1/2" PLASTIC BUSHINGS 

- 100 EACH HANDY BOXES W/3/4" KNOCKOUTS 3 1/2" 
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DEEP 

- 100 EACH 4-SQUARE BOXES 1 1/2" DEEP W/3/4" 

KNOCKOUTS 

- 100 EACH 4-OCTAGON BOXES W/l/2" KNOCKOUTS 

- 4000 FT. NO. 12 STRANDED THHN BLACK 

- 4000 FT. NO. 12 STRANDED THHN WHITE 

- 1000 FT. NO. 4 STRANDED THHN GREEN 

- 5000 FT. NO. 12-2 WIRE W/GRD. N.M. CABLE 

- 250 EACH CABLE CONNECTORS FOR 2 NO. 1 2 

- 250 EACH LOCKNUTS FOR CABLE CONNECTORS 

- 500 EACH NON-METALLIC CABLE CLAMPS 

- 50 EACH 4-LIGHT 40W. FLUORESCENT LTG. FIXTURES, 

SURFACE, MTD. 

- 50 EACH 2-LIGHT 40W. FLUORESCENT LTG. FIXTURES, 

SURFACE MTD. 

-75 EACH 1 1/2" EMT COUPLINGS, COMPRESSION TYPE 

- 25 REELS SCOTCH TAPE NO. 33 

- 1500 FT. NO. 12 THW RED 

- 1500 FT. NO. 12 THW BLUE 

- 48 EACH CIRCUIT BREAKER PANEL BOARD. 1 PHASE, 

3 WIRE, 100 AMP MAIN, 12, 1 POLE 15 AMP. 

BREAKERS, INDOOR. 3 Q.D. TYPE QO FOR FLUSH 
MOUNTING 

2. FROM THE QUANTITIES SHOWN FOR FIRST FIVE ITEMS 
ABOVE PLEASE DEDUCT THOSE PREVIOUSLY SENT TO POST IN 
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1977 PRIOR TO FIRE. 

TOON 


UNCLASSIFIED 


NNN 
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